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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 209951 

17 

ORIGIN NEA-10 

INFO OCT-01 ISO-OO EB-07 COME-OO /018 R 

DRAFTED BY NE A/ARN : PKBULLEN : PDW 
APPROVED BY NEA/ARN:PKBULLEN 
USDOC/CAGNE:ABOUDREAU 

094570 

R 041624Z SEP 75 
FM SECSTATE WASHDC 
TO AMEMBASSY DAMASCUS 

UNCLAS STATE 209951 

E.O. 11652: N/A 

TAGS: EAIR, BEXP, SY 

SUBJECT: ROCKWELL INTERNATIONAL EXECUTIVE JET 

REF: DAMASCUS 3052 

1. USDOC PASSED REFTEL TO ROCKWELL INTERNATIONAL. 

2. E. JUDSON BRANDRETH, JR. (VICE PRESIDENT FOR MARKETING, 

SAB RELINER DIVISION, ROCKWELL INTERNATIONAL, ST. LOUIS) HAS 
ASKED US TO INFORM EMBASSY OF ROCKWELL INTERNATIONAL S 
GREAT APPRECIATION FOR YOUR MESSAGE AND YOUR EFFORTS ON 
THEIR BEHALF. THEY ARE FORWARDING THREE COPIES OF COMPRE- 
HENSIVE DATA ON SAB RELINERS FOR EMBASSY TO TRANSMIT TO KEY 
OFFICIALS LISTED IN PARA 3 REFTEL. ROCKWELL WILL KEEP 
EMBASSY INFORMED OF ITS ACTIVITIES IN SYRIA, AND WOULD 
APPRECIATE EMBASSY KEEPING IT INFORMED OF ANY FURTHER 
DEVELOPMENTS. 

3. ROCKWELL DOES NOT HAVE SAB RELINER REPRESENTATION IN 
LEBANON OR SYRIA, BUT DOES HAVE REPRESENTATION IN JORDAN 
AND SAUDI ARABIA. KISSINGER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: TRADE PROMOTION, JET AIRCRAFT 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 04 SEP 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE209951 

Document Source: CORE 

Document Unique ID: 00 

Drafter: PKBULLEN:PDW 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750306-1009 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750983/aaaacvpt.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 DAMASCUS 3052 
Review Action: RELEASED, APPROVED 
Review Authority: RowellEO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 09 DEC 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <09 DEC 2002 by maustmo; APPROVED <15 JAN 2004 by RowellE0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: ROCKWELL INTERNATIONAL EXECUTIVE JET 
TAGS: EAIR, BEXP, SY, ROCKWELL INTERNATIONAL 
To: DAMASCUS 
Type: TE 
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